768                            INORGANIC CHEMISTRY             [CHAP xxxvm

Ti at a corner is surrounded by six oxygens, forming TiO6 octahedra.
A similar arrangement, but without a central atom in the cube, is found
with rhenium trioxide ReO3.

The atomic weights of magnesium, calcium, strontium and barium
have been determined by precipitating the chlorides or bromides with
silver nitrate. The valencies follow from the atomic heats of the metals.